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The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


12/09/2011 


Mary Szulborski 

Assistant District Attorney, Suffolk County 
Dear ADA Szulborski, 

Enclosed is the information you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Curriculum Vitae for Annie Dookhau and Stacey Feiden. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. ^KV^g^^ectral analytical data for samples # 

Stacey Feiden was the custodial chemist and performed the preliminary testing for this sample. 
Annie Dookhan was the confirmatory chemist and analyzed the GC/MS data for this sample. 


If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II . Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 
♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦Oversee the Quality Control/Quality Assurance program for the Drug Lab. 

♦Maintenance and repairs of all analytical instruments. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court. 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Notary Public. 

2001-2003 

OC Analyst I. CL UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department for the Food and Drug Administration. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation, 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP training with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 028636 







Desjardins 

stacey.feiden@state.ma.us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science—Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope, Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire State Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and II, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, II, 
and III, Biochemistry, Advanced Inorganic Chemistry 



DEPARTMENT 


BOOK# 


DRUG RECEIPT 


PAGE #_ 

DESTRUCTION #_ 


District/Unil _ A-* __ 

Name & Rank of Arresting Officer S/p 


ID# foofo^ 


DEFENDANT'S NAME 
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STATE 
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ECU Control # 
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DRUG POWDER ANALYSIS FORM 


SAMPLE ft 

No. of samples tested: 


AGENCY toaion analyst &lD 

Evidence Wi 


PHYSICAL DESCRIPTION: V^\(G\~W\ ^ C\ Gross Wt ( ): 

2MO Ugui blue, round late GrossW,( ): - 





Pkg. Wt: 


w«iwt: te.ftSr, 


(5r 


"Gass 6 

'2. tested 


PRELIMINARY TESTS 
Spot Tests 


Microcrvstalllne Tests 


Cobalt 

Thiocyanate J_^ 


Gold 

Chloride 


Marquis 


TLTA1_1 


Froehde's 


OTHER TESTS 


Mecke's 


iTucmmeda 


PRELIMINARY TEST RESULTS 

results oxvicndme . 

DATE l-\Vll 


GC/MS CONFIRMATORY TEST 

'A r\r> 


results O’kViCCGOAC 


MS 

OPERATOR 




DATE \-\VY\ 1 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page ] of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status; Schedule U 

Active-ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients; Cellulose, Macrocrystalline 
Sodium Starch Gfycofate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avallable-Contafner-Sfze; Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 8594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsaiicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints; M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Ait Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score Is 
imprinted on the reverse side. 

' M 30 

Form: Oral Tablet 

Color: Light Blue 

Shape; Circle 

© 1974- 2011 Thomson Reuters. Al! rights reserved. 


1/13/2011 


http://www. thomsoiJic.com/hcs/librariaiVPFDefaultActionId/pf.PrintReady 
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X? 


DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No, of samples tested: 


AGENCY fepolOTl ANALYST QUO 

. / 

Evidence Wt V 



' tlesled 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalline Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 

Pniommedex 


PRELIMINARY TEST RESULTS 

RESULTS OXX^CDCllTlf 

DATE A {'SM 


GC/MS CONFIRMATORY TEST 

results qknko done. 

MS . 

OPERATOR Ant ) __ 

DATE I-IE-Il 


Revised 7/2005 
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Page 1 of 1 


POISINDEX® Product List 


Oxycodone Hydrochloride 

Regulatory-Status: Schedule if 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mailinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or AcetylsaiicySic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 

Color: Light Blue 

Shape: Circle 

© 1974- 2011 Thomson Reuters. Alt rights reserved. 


1/13/2011 


http://w\v\v.thomsonhc.com/lic.s/librarian/PFDefaultActionId/pf.PnntReady 
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DRUG POWDER ANALYSIS FORM 


SAMPLE it 

No. of samples tested: 


agency Boston 


ANALYST 



Evidence Wt 

















MICROMEDEX® Healthcare Series : POISINDEX® Document Page 1 of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Macrocrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 

Avaflable-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www,tliomsonhc.con3/hcs/libi - arian/PFDefaultActionId/pf.PrintReady 1/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY Posion 


No. of samples tested: 


ANALYST 5UD 


Evidence Wt 


PHYSIC AL,.D ESCRIPTION: S\qT\€ C\ ^ §CQ l CCi 

-&-\\ Wojrn tout, round labs 



Gross Wt ( ); 

Gross Wt ( ): 


Pkg. Wt: 

Net Wt: 



~Gase> 6 

tested 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis ______ 

Froehde’s_ 

Mecke's 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

tltax_j_ 

OTHER TESTS 

rn\cromtdex 


PRELIMINARY TEST RESULTS 

results oxycodone 

DATE j-l'5-U _ 


GC/MS CONFIRMATORY TEST 
RESULTS ui\ 


<? 


MS 


OPERATOR A::Vi) 
DATE V'\B~ \ | 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document Page 1 of 1 

POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status; Schedule II 
Ingredients 

Actlvo-lngredfent: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalllne 
Sodium Starch Glycolate 
Starch, Com 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability; United States 
Available-Container-Sfze: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


1/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY feCHOO ANALYST 

Evidence Wi 


C\ 


PHYSICAL DESCRIPTION: S\CVf\0C\ ^ SLQiCCl GrossWII ): 

- 320 V\ op\ \o\ik, round late Gross Wt ( ): 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


Mlcrocrvstalllne Tests 

Gold 

Chloride_ 

^LTAi_J_ 

OTHER TESTS 

micromedey 


PRELIMINARY TEST RESULTS 

results oxycodone , 

DATE 


GC/MS CONFIRMATORY TEST 

RESULTS CVNCCCtt \C 

a o y' \ 

OPERATOR AQl, ) _ 

DATE \~\tpi\ 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : PO IS INDEX® Document Page 1 of 1 

POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystafiine 
Sodium Starch Giycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


1/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 6oston ANALYST 6LD 

Evidence Wt \/ 





Gross Wt { }:_ 

Q Gross Wt ( ): 

Pkg. Wt: 


Net Wt: S=LU5rt 
<1 


Z. icstecj 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrvstailine Tests 
Gold 

Chloride__ 

TLTAJ_ \ _ 

OTHER TESTS 

£01 cram trig 


PRELIMINARY TEST RESULTS 

results QXMCcrion^ 

DATE j" m ' j ) 


GC/MS CONFIRMATORY TEST 

results nixcodonc 

\ 


MS 

OPERATOR_ 
DATE 


A a ' 




mi 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 3 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule I! 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystafline 
Sodium Starch Glycofate 
Starch, Corn 
Lactose 
Stearic Add 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Maliinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicyiic Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Alt imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M 30 

Form: Oral Tablet 

Color: Light Blue 

Shape: Circle 


© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www Thomsoiilic.com/hcs/librarian/PFDefaultActioiiId/pf.PrintReady 1/13/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE « 

No. of samples tested: 


AGENCY firfs\or\ 


c,, 

ANALYST O 1 


)Uj 


Evidence Wt 


V 


/ 


PHYSICAL 


DESCRIPTION: fWC\C\CC\ j SCQlgCj Gross Wt ( ) 

2AO \\cj\\ c^zm^ round 1c\te g^wk > 

Pkg. Wt 




Net Wt 


t\ .\hi 


o 


Class 6 
^-tested 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Microcrystalline Tests 

Gold 

Chloride_ 

TLTAJ_ } _ 

OTHER TESTS 

micrawiev 


PRELIMINARY TEST RESULTS 

results oxMcrrlme 

DATE \~l?vi\ 


GC/MS CONFIRMATORY TEST 

results nixMcrrinnt 

MS 

OPERATOR TQ ) _ 

DATE \-to-l 1_ 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 
Also known as Oxycodone HC1 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride -15 MG 

Excipients: Starch, Corn 

D&C Yellow Ho, 10 Aluminum Lake 
Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Add 

Availability & Manufacturing 

Availability: United Stales 

AvaHable-Container-Sizes: 10X10; Bottle of 100 

Contact: Actavis Totowa 
Product ID: 6527167 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or AcotylsaNcyfic Acid) 

Registry Numbers: NDC 52152-0214-11 
NDC 52152-0214-02 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 
Physical Description 

Imprint: A; 214 
Form: Oral Tablet 
Color: Green 
Shape: Circle 


© 1974- 2011 Thomson Reuters, All rights reserved. 


http://wwwThomsonlic.com/hcs/librarian/PFDefaultActionId/pLPrintReady 


1/13/2011 

Folk OIG PRR 028654 



“50 \fWos) ) bor 
iQbe> 

- Close £ 

" A* L 



PRELIMINARY TEST RESULTS 
RESULTS 


DATE 
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Page 1 of 1 


POISINDEX® Product List 
Alprazolam 

Regulatory-Status: Schedule IV 

Active-Ingredient: Alprazolam - 2 MG 

Excipients: Silicon Dioxide, Colloidal 
Starch, Corn 
Docusate Sodium 
Lactose (Hydrous) 

Magnesium Stearate 
Cellulose, Mrcrocrystalline 
Sodium Benzoate 
D&C Yellow No. 10 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Avaifable-Container-Sszes: Box of 100; Bottle of 100; Bottle of 500 
Contact: Actavis Elizabeth 

Manufacturer Product upc 09045 . 86161 
Codes: 

Product ID: 5279553 
AAPCCCode: 007000 - Benzodiazepines 

Registry Numbers: NDC 0228-2039-50 
NDC 0904-5861-61 
NDC 0228-2039-10 

Notes 

Notes: Actavis Elizabeth LLC acquired Purepac Pharmaceutical effective 5/15/2006. 

Physical Description 

Imprint: R 039 - The logo in this imprint may be interpreted as a J, P" or an ”R" 

Alt Imprint: P 039 - The logo in this imprint may be interpreted as a n P' f or an !, R" 

Form: Oral Tablet 
Color: Yellow 
Shape: Rectangle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


i /i n nm i I 
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DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested: 


agency 6o9>\cn 


ANALYST SLH 


Evidence Wt 


PHYSICAL DESCRIPTION: ^ 9t0lCCl Gross Wt ( ) 

- Pc 


L5 oUve. c^rter\ i round AQbo Grossw < 




( ) 
Pkg. Wt 
Net Wt 


u.aioQ 

a 


Class 6 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocfystalllne Tests 
Gold 

Chloride__ 

TLTA j_ l _ 

OTHER TESTS 

rr\\c.rorf\ecie.v 


PRELIMINARY TEST RESULTS 



GC/MS CONFIRMATORY TEST 


results OXMCCTlOOC. 

t 


MS 

OPERATOR _ 

-?- 

A^n 

DATE_ 

\'\&- 1 \ 


I 


i 


Revised 7/2005 ! 
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Page 1 of 1 


POISINDEX® Product List 
Oxycontin 

Regulatory-Status: Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 80 MG 

Excipients: Bulylated Hydroxytoluene 
HypromeSlose 
PEG-400 

Polyethylene Oxide 
Magnesium Stearate 
Titanium Dioxide 
Hydroxypropyl CeJfulose 
Ferric Oxide, Yellow 

FD&C Blue No. 2/Indigo Carmine Aluminum Lake 

Avaffabllity & Manufacturing 

Availability: United States 
Availabfe-Contasner-Sfzes: Strip of 20; Bottle of 100 
Contact: Purdue Pharma 
Product ID: 7090395 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 59011-0480-20 
NDC 59011-0480-10 

Physical Description 

Imprints: OP - The tablet is debossed with OP on one side and 80 on the other. 

80 

Form: Oral Tablet, Extended Release 
Color: Green 
Shape: Circle 


© 1974- 2011 Thomson Reuters. Ail rights reserved. 


* Folk" OIG_PRR_028658 


http://www.thomsonlic.com/hcs/librarian/PFDefault.AetinnTrl/nf Prinfp Aa^,r 



Gross Wt ( ): 


PHYSICAL DESCRIPTION: "%\QP^U ^ SCCUCQ 


t\ \uf\\ b\ur t round labs 




Gass 6 


Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt: ZJ^LSL 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde’s_ 

Mecke's 


MlcroctvstalUne Tests 
Gold 

Chloride _ 

TLTAj_ \ _ 

OTHER TESTS 

miopimk x 


i 


PRELIMINARY TEST RESULTS 

results ox\|CQ(ior\£ , 

DATE 


GC/MS CONFIRMATORY TEST 

results cv'/ak erione 

MS ^ 

OPERATOR Atbl ) _ 

PATE HQ Vi 
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POISINDEX® Product List 

Oxycodone Hydrochloride 

Regulatory-Status: Schedule II 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystafline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Available-Container-Size: Bottle of 100 

Contact: Covidien Maliinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylrc Acid) 

Registry Number: NDC 0406-8530-01 

Physical Description 

imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Ait Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

M 30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


i 


http://www.thomsonlic,com/hcs/lihrarian/PFDe.ftnif a 


Folk_OIG_PRR_028660 



Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01__14_11\765934 .d 
ASD 

15 Jan 2011 2:24 

BLANK 

1 

DRUGS . M 
RTE 


Abundance TfC: 765934.d\date.ms 



Ret, Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


765934,d Sat Jan 15 02:34:39 2011 Page 1 


Folk_OIG_PRR_028661 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765935.d 
ASD 

15 Jan 2011 2:37 

OXYCODONE STD 

35 

DRUGS.M 
RTE 


Abundance 

500000 

400000 

300000 

200000 

100000 


O'Vy 

Time~> 2,00 



TIC: 765935.d\dafa.ms 
5.$65 


1 1 i 1 1 
5.50 6.00 


T ' i ' f T I I <""y!' i 

6,50 7,00 


n T rr 

7.50 


T 


nr 


rp 


8,00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.365 

755322 

100.00 

100,00 


765935.d Sat Jan 15 02:47:25 2011 Page 1 


Folk_OIG_PRR 028662 








Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\01 

14 ll\765935.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 2:37 


Sample Name 
Submitted by 

OXYCODONE STD 


Vial Number 

35 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C: \Database\NIST08 . Jj 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08-L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance Average of 6.318 to 5.661 min.; 765935,d\data.ms (-) 



Abundance 


' 80 


60 


40 


20 


m/z~> 


42 


28 


55 


#148099: Oxycodone 


70 


115 


20 


-nf 

40 


,84 98 
4 i>,i U 


60 


H-p 

80 


140 


100 


t-f-rt 

120 


187 


230 


201 


140 


~ttT 

160 


r 

180 


np- 

200 


215 

jj 


220 


258 

244 || 272 

U4 


r 

240 


T^rr 

260 


286 


300 


np-rr- 

280 


~ry i I i T p i i i ■ f { r 

300 320 340 


765935.d Sat Jan 15 02:47:25 2011 Page 2 


Folk_OIG_PRR_028663 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCUEH\l\DATA\BY3TEMS\01_lA_ll\l6S936.d 
. ASD 

15 Jan 2011 2:50 

BLANK 


DRUGS.M 
RTS 


Abundance TIC: 76593S.d\data,ms 



Ret * Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


765936,d Sat Jan 15 03:00:11 2011 


Page 1 


Folk_OIG_PRR_028664 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEMS\01_14_11\765937.d 
ASD 

15 Jan 2011 3:02 

BLANK 
SLD 
1 

DRUGS * M 
RTE 


Abundance TIC: 765937,eftdata.ms 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


765937.d Sat Jan 15 03:12:57 2011 Page 1 


Folk_OIG_PRR_028665 





Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \ DATA\ SYSTEM 6 \ 01_14__1 l\765938,d 
ASD 

15 Jan 2011 3;15 


SLD 
38 

DRUGS.M 
RTE 


Abundance TIG: 765938.dVdaia.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1760025 

100,00 

100.00 


765938.d Sat Jan 15 03:25:44 2011 Page 1 


Folk OIG PRR 028666 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01JL4_ll\765938,d 
ASD 

15 Jan 2011 3:15 


SLD 

38 

DRUGS.M 
RTF 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST08.L 

Minimum Quality: 

80 


C:\Database\PMW_TOX2.L 



PK# 

RT Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 5,324 !o 5.543 min.; 765938.d\data.ms (-) 




765938.d 


Sat Jan 15 03:25:45 2011 


Page 2 


Folk_OIG__PRR 028667 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765939,d 
ASD 

15 Jan 2011 3:28 


SLD 

39 

DRUGS.M 
RTE 


Abundance TIC: 765939,d\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5*371 

1484880 

100.00 

100*00 


765939.d Sat Jan 15 03:38:30 2011 


Page 1 


Folk_OIG_PRR_028668 








Area Percent / Library Search Report 


Information from Data File: 

File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 14 ll\765939,d 

Operator 

ASD 

Date Acquired 

15 Jan 2011 3:28 

Sample Name 


Submitted by 

SLD 

Vial Number 

39 

Ac quisitionMeth 

DRUGS,M 

Integrator 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 



C:\Database\NIST0B.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


5.37 C:\Database\NIST08.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 



m fz~> 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


765939.d Sat Jan 15 03:38:30 2011 


Page 2 


Folk_OIG_PRR_028669 











Area Percent / Library Search Report 


Information from Data File; 

File Name : C: \MSDCHEM\l\DATA\SYSTEM6\0l_14JLl\'765940 , d 

Operator : ASD 

Date Acquired : 15 Jan 2011 3:41 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 1 

AcquisitionMeth: DRUGS .M 

Integrator : RTE 


Abundance TIC: 765940.d\da(a.rns 



Tlme~> 2,00.1.50 100 3.50 JA0_ 4J>9 5 .00 5.50_ 6.00 6,5p_7.G0 7.50 100 6.50.HO 9.50 


Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


765940.d Sat Jan 15 03:51:11 2011 Page 1 


Folk_OIG_PRR_028670 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
.Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEMS\ 01__14__ll\76594 1 , d 
ASD 

IS Jan 2011 3:S3 

BLANK 
SLD 
1 

DRUGS. M 
RTE 


Abundance TIC: 76594 l.cftdata.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765941,d Sat Jan 15 04:03:52 2011 


Page 1 


Folk_OIG_PRR_028671 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


C:\MSDCHEM\l\DATA\SY3TEM6\01_14_ll\765942.d 

ASD 

15 Jan 2011 4:06 


SLD 

42 

DRUGS.M 
RTE 


Abundance TIC: 765942,d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2553166 

100,00 

100.00 


765942.d Sat Jan 15 04:16:41 2011 Page 1 


Folk_OIG__PRR 028672 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\-l\DATA\SYSTEM6\01_14_ll\765942.d 

ASD 

IS Jan 2011 4:06 


SLD 

42 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C: \Database\PMW_T0X2. L 

Minimum Quality: 80 

PK# 

RT Library/ID 

CAS# Qual 

1 • 

5,37 C:\Database\NIST08,L 



Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 


Oxycodone 

000076-42-6 99 



7 65942 * d Sat Jan 15 04:16:41 2011 Page 2 


Folk_OIG_PRR_028673 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCUEM\l\DATh\SYSTmS\01_14_ll\l6S943 ,d 
ASD 

15 Jan 2011 4 : 19 


SLD 

43 

DRUGS.M 
RTE 


Abundance TIC: 765943.d\data.m$ 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2073992 

100.00 

100.00 


765943,d Sat Jan 15 04:29:24 2011 Page 1 


Folk_OIG_PRR_028674 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Ci \MSDCHEM\1\DATA\SYSTEM6\01_14_11\765943 .d 
ASD 

15 Jan 2011 4:19 


SLD 

43 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJTOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.37 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


70 


42 


30 


m/z~> 


55 

JLll 


Average of 5.312 io 5.590 mm.; 765943.d\data.ms <-) 


115 


84 9 , 8 

jLili 


140 


40 60 80 




p 

100 


128 

Jk 


3 5 


230 


201 


159 175 


187 


215 


TWf 


It il. J 


258 


244 

,,A 


2J2 287 


300 




329 355 


rp 


120 140 160 180 200 220 240 260 280 300 320 340 



765943.d Sat Jan 15 04:29:25 2011 


Page 2 


Folk_OIG_PRR_028675 














Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHBM\l\DATA\SYSTEM6\01_JL4JLl\765944.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 4:32 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number ; 1 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 



0 

Tjme~>_ _2.00_._2.50 3.00 ..160 4M 4,60 5.00 5.50 8.00 6,5 0 7,00^.7,60 8.00 8.50 9.00 9.50 


Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765944.d Sat Jan 15 04:42:11 2011 Page 1 


FoIk_OIGJPRR 028676 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14__11\765945 .d 
ASD 

15 Jan 2011 4:44 

BLANK 
SLD 
1 

DRUGS.M 
RTE 


Abundance T!G: 765945.d\dafa.ms 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* * * 


765945.d Sat Jan 15 04:54:59 2011 Page 1 


Folk OIG PRR 028677 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765946 . d 
ASD 

15 Jan 2011 4:57 


SLD 

46 

DRUGS.M 
RTE 


Abundance TfC: 765946,d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1554809 

100,00 

100.00 


765946.d Sat Jan 15 05:07:42 2011 Page 1 


Folk OIG PRR 028678 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01__14__ll\765946.d 

ASD 

15 Jan 2011 4:57 


SLD 

46 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMWJT0X2.L 


Library/ID 

CAS# 

Qual 

\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 


Of 


70 


42 


30 


65 


Average of 6.330 to 5.608 min.: 765946.d\data.ms (-) 


230 


115 


84 

jjJxi 


140 


201 


128 


161 


175 


187 






215 

JU 


258 

2 1 4 1.272 287 3 ?° 


i y yi | r ' YWff -v t - pj r rr? i, i L i- vi f , T ry rr 1 ; rp i i -i 

m lz~> 40 60 80 100 120 140. 160 180 200 220 240 260 280 300 Jf20 




355 


340 


Abundance 


80 


60 


40 


20 


#148100: Oxycodone 


70 


140 


30 


42 


58 

aiL 


115 

84 98 ,| «« 

.i ±A,U.>.lL Ml 


230 


201 


187 

157 175 If 

.An Jm 


217 


1 A: A 


258 


244 


3)5 


272 


286 


300 


~ rrr y f-r y^p ' n | 1 r rwy - rvi- vf rrrv j'^ r n^prf'rYyrr f vyj ^ y ^i rn p - ' -j* > 1 1 {i ri j ry - r i i p i ■ i* f-p 
m/Z“> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 


340 


765946,d Sat Jan 15 05:07:43 2011 Page 2 


Folk_OIG_PRR_028679 







Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\X\DATA\SYSTEM6\01_14_ll\765947.d 

ASD 

15 Jan 2011 5:10 


SLD 
47 

DRUGS.M 
RTE 


Abundance TIC: 765947,d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1857545 

o 

o 

o 

o 

100.00 


765947 * d Sat Jan 15 05:20:23 2011 Page 1 


Folk_OIG_PRR _028680 



Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

14_ll\765947.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 5:10 


Sample Name 

WHiiaMH 


Submitted by 

SLD 


Vial Number 

47 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


i 5.37 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



765947.d Sat Jan 15 05:20:24 2011 Page 2 


Folk_OIG_PRR_028681 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMeth 
Integrator 


C:\MSDCHBM\l\DATA\SYSTEM6\01JL4_ll\765948.d 
ASD 

15 Jan 2011 5:23 

BLANK 
SLD 
1 

DRUGS . M 
RTE 



Ret. Time Area Area % Ratio % 


***NQ INTEGRATED PEAKS * * * 


765948.d Sat Jan 15 05:33:09 2011 Page 1 


Folk OIG PRR 028682 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C ■ \MSDCHEM\ 1 \DATA\SYSTEM6 \ 01_14__1 l\765949.d 
ASD 

15 Jan 2011 5:35 

BLANK 
SLD 
1 

DRUGS . M 
RTE 


Abundance TJC: 765949,d\da(a.ms 



Ret * Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS* ** 


765949.d Sat Jan 15 05:46:00 2011 


Page 1 


Folk_OIG_PRR_028683 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765950.d 
ASD 

15 Jan 2011 5:48 


SLD 

50 

DRUGS.M 
RTE 


Abundance TIC: 765950.d\daia.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

1532591 

100,00 

100.00 


765950.d Sat Jan 15 05:58:43 2011 


Page 1 


Folk_OIG_PRR 028684 










Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765950.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 5:48 

Sample Name : 

Submitted by ; SLD 

Vial Number : 50 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# 

Qual 

1 5.37 

C:\Database\NIST08.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 



765950.d Sat Jan 15 05:58:43 2011 Page 2 


Folk_OIG_PRR 028685 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C :\MSDCHEM\l\DATA\SYSTEM6 \0 1 __ 14_11 \ 7 6 5 9 51. d 
ASD 

15 Jan 2011 6: 01 


SLD 
51 

DRUGS M 
RTE 


Abundance TIC: 765951.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.371 

2605653 

100,00 

100.00 


765951.d Sat Jan 15 06:11:38 2011 


Page 1 


Folk_OIG_PRR_028686 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765951.d 

ASD 

lWan201I 6 : 01 

51 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2,L 


PX# RT Library/ID 

CAS# 

Qual 

1 5,37 C:\Database\NIST08.L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 5.330 to 5,573 min.: 785951 .dldafa.ms {-) 


230 


70 


44 


30 


55 

JlL* 


115 


84 98 

UuJU 


140 


201 


128 


175 


187 


214 


258 

244 I, 279 ™-7 300 


| 27 { 2 287 


, 159 i I i lii 

i ■ i i y : t r T ^ v -T ^-¥ ^T- Vr - yi v r L ' i 'i ' ' p' 1 } T'i" [" i i ''i ‘ l V | \ Vr i 1 ; t' ti M i f' i j 

m/z-> 40 60 80 100 120 140 180 180 200 220 240 260 .280. 300 320 


327 

1 i 1 i | i t r 



765951.d 


Sat Jan 15 06:11:39 2011 


Page 2 


Folk OIG PRR 028687 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\1\DATA\SYSTEM6\01_14JL1\765952.d 
ASD 

15 Jan 2011 6:14 

BLANK 
SLD 
1 

DRUGS 4 M 
RTE 


Abundance TIC: 765952,d\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765952.d 


Sat Jan 15 06:24:21 2011 


Page 1 


Folk_OIG_PRR_028688 





Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14_11\76S953 .d 

ASD .. 

15 Jan 2011 6 t 27 

BLANK 
SLD 
1 

DRUGS . M 
RTE 


Abundance TIC: 765953,d\data.ms 



Ret, Time 


Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


765953.d Sat Jan 15 06: 37;05 2011 Page 1 


Folk_OIG_PRR_028689 















Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01__14_ll\765954.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 6:39 

Sample Name : 

Submitted by : SLD 

Vial Number : 54 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08,L 
C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


Minimum Quality: SO 
Minimum Quality: 80 


1 S .37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



Abundance 


#148100: Oxycodone 



765954.d Sat Jan 15 06:49:51 2011 


Page 2 


Folk_OIG_PRR_028691 









Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765955.d 

ASD 

15 Jan 2011 6;52 


SLD 

55 

DRUGS.M 
RTE 


Abundance TiC: 765955.d\daia.ms 



Ret, Time 

Area 

Area % 

Ratio % 

5.371 

1790733 

100.00 

100.00 


765955.d Sat Jan 15 07:02:34 2011 Page 1 


Folk_OIG_PRR 028692 







Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEM6\01_14__ll\765955.d 
ASD 

15 Jan 2011 6:52 


SLD 

55 

DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2,L 


PK# 

RT Library/ID 

CAS# Qual 


1 5.37 C;\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance Average of 6,329 to 5,572 min,: 765955,d\data,ms (-) 

I 315 


80 



m/z~> 40_60 80 100 120 14 0 1 60 1 80 200 22 0 240 260 280 300 32 0 3 40 360 380.400 420. 

Abundance ’ .." ’ #148100: Oxycodone 



765955.d Sat Jan 15 07:02:34 2011 Page 2 


Folk_OIG_PRR_028693 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMeth 
Integrator 


C:\MS DCHEM\1\DATA\SYSTEMS\0i_14_ll\7659S6.d 
ASD 

15 Jan 2011 7:05 

BLANK 

1 

DRUGS.M 
RTE 


Abundance TfC: 765956.cKdata.nis 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS* ** 


765956.d Sat Jan 15 07:15:20 2011 Page 1 


Folk_OIG_PRR_028694 






Area Percent / Library Search Report 


Information from Data Pile: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765957.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 7:18 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance TIC: 765957.d\datams 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


765957.d Sat Jan 15 07:28:11 2011 Page 1 


Folk_OIG_PRR_028695 









Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEM6\01JL4__1l\765958,d 
ASD 

15 Jan 2011 7:30 

OXYCODONE STD 

35 

DRUGS . M 
RTE 


Abundance 

600000 

400000 

! 200000 


TIC: 765958.d\data,ms 
5.465 


Time~> 2.00 

'lljrri 1 | \ 1 1 \ | TT"> 1 |TI 1 F I'T'V"! 

2.50 3.00 3.50 4.00 4.50 

" i 1 ■ >' i 1 “* i 1 ' 
5.00 5.50 6.00 

T"F"j r-r-r i j ri-rr’j i rr i i / t rr; \ i n j i i rr| t i i i 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 





Ret. Time 

Area 

Area % 

Ratio % 

5.365 

1086643 

100.00 

100,00 


765958,d Sat Jan 15 07:40:54 2011 Page 1 


Folk_OIG_PRR_028696 










Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\l\DATA\SYSTEM6\01 14 

_ll\765958 . d 


Operator 

ASD 



Date Acquired 

15 Jan 2011 7:30 



Sample Name 
Submitted by 

OXYCODONE STD 



Vial Number 

35 



AcguisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 

80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



765958.d Sat Jan 15 07:40:54 2011 Page 2 


Folk_OIG_PRR_028697 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \ MSDCHEM \ 1 \DATA\ SYSTEMS \Ql__14_ll\765959.d 
ASD 

15 Jan 2011 7:43 

BLANK 
SLD 
1 

DRUGS.M 
RTE 


Abundance TIC: 765959.d\data,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765959.d 


Sat Jan 15 07:53:42 2011 


Page 1 


Folk_OIG_PRR_028698 








Area Percent / Libz'ary Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765960.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 7:56 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number ; 1 

AcquisitionMeth; DRUGS,M 

Integrator : RTE 


Abundance TIC: 765960.d\data.ms 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS * * * 


765960.d Sat Jan 15 08:06:25 2011 


Page 1 


Folk_OIG_PRR_028699 






Area Percent / Library Search Report 


Information from Data File: 

File Name . : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765961.d 
Operator : ASD 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 61 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


15 Jan 2011 8:08 



Abundance TIC: 765961.<J\data*ms 



Ret* Time 

Area 

Area % 

Ratio % 

5.365 

1287039 

100.00 

o 

O 

o 

o 


765961.d Sat Jan 15 08:19:06 2011 Page 1 


Folk_OIG_PRR_028700 










Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 14 

_ll\765961.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 8:08 


Sample Name 

HHHHHiHI 


Submitted by 

SLD 


Vial Number 

61 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 

Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 



765961.d Sat Jan 15 08:19:06 2011 Page 2 


Folk OIG PRR 028701 














Ret, Time 


5.371 



S 


2289815 100.00 100,00 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\l\DATA\SYSTEM6\01_14JLl\765962 ,d 
ASD 

15 Jan 2011 8:21 


SLD 

62 

DRUGS <M 
RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality; 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Datafaase\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qua! 


1 5.37 C:\Database\NIST08.L 

Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 
Oxycodone 000076-42-6 99 



765962.d Sat Jan 15 08:31:54 2011 Page 2 


Folk OIG PRR 028703 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C: \MSDCHEM\1\DATA\SYSTEM6\01_14_11\765963.d 
ASD 

15 Jan 2011 8:34 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TIC: 765983,d\data,ms 



Ret. Time Area Area % Ratio % 


***NQ INTEGRATED PEAKS*** 


765963.d Sat Jan 15 08:44:38 2011 


Page 1 


Folk_OIG_PRR_028704 








Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01_14_ll\765964.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 8:47 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC; 785964,d\dafa.ms 



:Tjme-> ZOO 2j>0 3,00_ 3.50 4/J04.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 6.80. 9.00 9,5 0 

Ret, Time Area Area % Ratio % 

* **NO INTEGRATED PEAKS*** 


765964.d Sat Jan 15 08:57:25 2011 


Page 1 


Folk_OIG_PRR_028705 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator . 


C:\MSDCHEM\1\DATA\SYSTEMS\01_14_1l\765965.d 
ASD 

15 Jan 2011 9:00 



65 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI.L 

C: \Database\NIST08.L 
C:\Database\PMWJTOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


Library/ID 

CAS# 

Qual 

\ :\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076.-42-6 

99 

Oxycodone 

000076-42-6 

99 



765965.d Sat Jan 15 09:10:17 2011 


Page 2 


Folk_OIG_PRR 028707 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMefch 
Integrator 


C:\MSDCHEM\1\DATA\SYSTEM6\01_14_11\765966-d 
ASD 

15 Jan 2011 9:12 


SLD 
66 

DRUGS.M 
RTE 


Abundance TIC: 765966.d\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5,365 

943897 

100.00 

100.00 


765966.d Sat Jan 15 09:23:05 2011 Page 1 


Folk OIG PRR 028708 










Area Percent / Library Search Report 


Information from Data Filer 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

14_ll\765966.d 

Operator 

ASD 


Date Acquix^ed 

IS Jan 2011 9:12 


Sample Name 



Submitted by 

SLD 


Vial Number 

66 


AcquisitionMeth 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\KIST08.L 

C:\Database\PMW_T0X2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.37 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 



765966.d Sat Jan 15 09:23:05 2011 Page 2 


Folk_OIG_PRR_028709 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01JL4JLl\765967.d 

ASD 

15 Jan 2011 9:25 

BLANK 
SLD 
2 

DRUGS.M 
RTE 


Abundance TIC: 765967.d\data, ms 



Ret, Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


765967 »d 


Sat Jan 15 09:35:48 2011 


Page 1 


Folk_OIG_PRR_028710 






Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\1\DATA\SYSTEMS\01_14_11\7 6 5 9 6 8,d 

Operator : ASD 

Date Acquired : 15 Jan 2011 9:38 

Sample Name : BLANK 

Submitted by : SLD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TIC: 76596B.cftdata.ms 



Tlme~> 2,00 2.50 3.00 3.50 4,00_ 4,50 5,00 5J>0.6.00 6.5 0 7.00 7.50 8.00._8.50__9.00 9,50. 


Ret. Time Area Area % Ratio % 

***NG INTEGRATED PEAKS * * * 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01JL4JLl\765969 .d 
ASD 

15 Jan 2011 9:51 


8LD 
69 

DRUGS.M 
RTE 


Abundance tiC: 765969,d\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.377 

4590603 

100.00 

100.00 


765969.d Sat Jan 15 10:01:22 2011 


Page 1 


Folk_OIG_PRR_028712 







Area Percent / Library Search Report 


Information from Data File: 



File Name 

C:\MSDCHEM\1\DATA\SYSTEMS\01 14 

ll\765969.d 


Operator 

ASD 



Date Acquired 

15 Jan 2011 9:51 



Sample Name 




Submitted by 

SLD 



Vial Number 

69 



Acquis!tionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries .* C: \Database\SLI. L 

Minimum Quality: 

: 80 


C:\Database\NIST08.L 

Minimum Quality: 

: 80 


C: \Database\PMW_TOX2 . L 



PK# RT 

Library/ID 

CAS# Qual 

1 5.38 C 

:\Database\NIST08.L 

Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42 

99 


Oxycodone 

000076-42-6 

99 


Abundance 


80 


80 

40 

20 


44 


30 


Average of 5.323 to 5.649 min.: 765969.d\data.ms (-) 


230 


70 


84 08 

te, ilk 


T 140 187 2 f 

I I 159173 j| ' 215 

fey Aik 


m/z-> 


40 60 80 


, , - t Yr H » frfr r fn " 

' " “ ioo •"* *“ ■“ "" 


258 


244 I 272286 


300 


329 355 


120 140 160 180 200 220 240 260 280 300 


pn 

320 


T rrrT T l 

340 360 


40£ 


380 400 


Abundance #148102: Oxycodone 



765969.d Sat Jan 15 10:01:22 2011 


Page 2 


Folk_OIG_PRR_028713 















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by i 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\MSDCHEM\l\DATA\SYSTEMS\01_14_ll\765970,d 
ASD 

15 Jan 2011 10:04 

BLANK 
SLD 
2 

DRUGS , M 
RTE 


Abundance TIC: 76597&d\data.ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


765970.d Sat Jan 15 10:14:10 2011 Page 1 


Folk OIG PRR 028714 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C : \MSDCHEM\ 1 \DATA\SYSTEM6\01___14_ll\765971, d 
ASD 

15 Jan 2011 10:16 

BLANK 
SLD 
2 

DRUGS.M 
RTE 


Abundance TIC; 765971 .dVdala,ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


765971 *d Sat Jan 15 10:26:51 2011 Page 1 


Folk OIG PRR 028715 





Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\MSDCHEM\l\DATA\SYSTEM6\01__14__ll\765972.d 

Operator : ASD 

Date Acquired : 15 Jan 2011 10:29 

Sample Name 
Submitted by 
Vial Number : 72 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Abundance 

600000- 


400000 


200000 


0 

Time--> 


Ret. Time 

Area 

Area % 

Ratio % 



5,365 

1003592 

100.00 

100.00 






765972.d Sat Jan 15 10:39:42 2011 Page 1 


Folk_OIG_PRR 028716 





Area Percent / Library Search Report 


Information from Data File: 


File Name 

C:\MSDCHEM\1\DATA\SYSTEM6\01 

14 ll\765972.d 

Operator 

ASD 


Date Acquired 

15 Jan 2011 10:29 


Sample Name 



Submitted by 

SLD 


Vial Number 

72 


AcquisitionMefch 

DRUGS.M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST08.L 
C:\Database\PMW_TOX2.L 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


1 5.36 C:\Database\NIST08.L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42"6 

99 

Oxycodone 

000076“42-6 

99 



Abundance #148100: Oxycodone 



765972.d Sat Jan 15 10:39:42 2011 Page 2 


Folk OIG PRR 028717 








Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired ; 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Filer 

C: \MSDCHEM\1\DATA\SYSTEM6\01_14_11\765973 .d 
ASD 

15 Jan 2011 10:42 

BLANK 
SLD 
2 

DRUGS . M 
RTE 


Abundance TSC: 765973.d\data,ms 



Ret. Time Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


Folk OIG PRR_028718 


765973.d 


Sat Jan 15 10:52:22 2011 


Page 1 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYST£M6\01_14_1l\765977.d 
ASD 

15 Jan 2011 11:33 

BLANK 

2 

DRUGS , M 
RTE 


Abundance TIC: 765977 t d\dafa,ms 



Ret. Time Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * * * 


765977,d Sat Jan 15 11:43:36 2011 Page 1 


Folk OIG PRR 028719 






Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\0i_14_ll\765978,d 
ASD 

15 Jan 2011 11:46 

OXYCODONE STD 

35 

DRUGS.M 
RTE 


Abundance TIC: 765978,d\data.ms 



Ret, Time 

Area 

Area % 

Ratio % 

5.365 

1134318 

100.00 

100.00 


Folk_OIG_PRR_028720 


765978,d 


Sat Jan 15 11:56:22 2011 


Page 1 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Acquis!tionMeth 
Integrator 


C:\MSDCHEM\l\DATA\SYSTEM6\01JL4JLl\765978.d 
ASD 

15 Jan 2011 11:46 

OXYCODONE STD 

35 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\NIST08* L 
C:\Database\PMW TOX2.L 


PK# RT 


Minimum Quality: 80 
Minimum Quality: 80 


5.36 


Library/ID 

CAS# 

Qual 

\Database\NIST08,L 



Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 
40 i 
20 

0 


Average of 5.323 to 5.578 min.: 765978.d\data.ms {-) 


230 


70 


30 


44 


15 

ll 

84 98 


, w i'A ^ 

Wfli L WfWi 



140 159173 1 I' 1 I 


201 


rfP| r iVY^V i fi y l r i‘ 1 n Tff ' i t' i' n r^ r > rrp r~ r - r | r m | ~rr i rpn r 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 

#148100: Oxycodone 


258 

244 J 272286 3 ? 0 

rff 


A 331 356 


40£ 


m/z-^ _ 

Abundance 

80 

60 

40 
20 ; 

Q f-fi if i vYVp 1 ! 

m/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 


230 


140 


201 


42 




70 , 1 , 

| . 115 

w | 

84 98 I 

. 157 173 (f i. 




215 

II 

r 


258 


Jl. ?< 4 ] 2 T 2 286 3 ?° 


765978 ,d 


Sat Jan 15 11:56:22 2011 


Page 2 


Folk_OIG_PRR_028721 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


C : \MSDCHEM\ 1 \DATA\SYSTEMS \ 01JL4JL1 \ 7 6 5 97 9 
ASD 

15 Jan 2011 11:58 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


2 

DRUGS.M 
RTE 


,d 


Abundance TIC: 765979,d\dala,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


I 


765979.d 


Sat Jan 15 12:09:05 2011 


Page 1 


Folk_OIG_PRR_028722 





